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LIMITED OFFICIAL USE BUDAPEST 2554 

FOR EUR/RPM - CAMPBELL 

E.O. 11652: NA 
TAGS: CCMS, ENRG, HU 

SUB J : CCMS: GEOTHERMAL PILOT STUDY SMALL POWER PLANTS 
MEETING, SAN MIGUEL, THE AZORES, SEPTEMBER 8-11, 1975. 

REF: STATE 177554 

1. DUE TO EXTENDED ABSENCE OF HUNGARY'S LEADING GEOTHERMAL 
EXPERT, DR. JENO BALOGH, WHO IS OUT OF COUNTRY ON BUSINESS, 
EMBASSY UNABLE INVITE MOST APPROPRIATE POTENTIAL HUNGARIAN 
PARTICIPANT. 

2. IN VIEW OF SLOW AND INVARIABLY NEGATIVE GOH RESPONSES 
TO PREVIOUS INVITATIONS TO NATO-SPONSORED CONFERENCES 
(BUDAPEST 1776 AND 0881), UNLESS INSTRUCTED TO CONTRARY, 
EMBASSY DOES NOT INTEND TO MAKE A FURTHER EFFORT TO BRING 
THIS PARTICULAR CCMS EVENT TO ATTENTION LOCAL AUTHORITIES. 
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